CHAP. VII

ABSORPTION APPARATUS
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of the Woulf bottle 5. The bottle contains the ab-
sorbing liquid, and a is filled with pieces of pumice-
stone. Upon blowing into d the liquid is made to
rise, the pumice-stone becoming thereby thoroughly
moistened. Upon reopening d the excess of liquid
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flows back into 6, and the apparatus is ready for the
absorption. The gas enters through the tube <?,
which extends as far as the narrow part of #, and
then rising through the moistened pumice-stone it
passes out at e.